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An Acoustic Illusion Telephonically 
Achieved 


By HARVEY FLETCHER 
Acoustical Research Director 


URING the Winter and 

Spring of last year a strange 

figure inhabited the American 
Academy of Music in Philadelphia. 
Looking him full in the face, one met 
unblinking eyes, and a slight smile, 
fixed and unfading; and this evidence 
of inhumanity was confirmed by 
looking at him in profile, for just in 
front of his ears, microphones were 
set into his cheek bones. Thus Oscar, 
the tailor’s dummy, though less than 
human in appearance, was given one 
capacity that was more than human: 
that of instantly communicating to 


others exactly what he heard, exactly 
as he heard it. To listen through the 
receivers connected to Oscar’s micro- 
phones was to put oneself in Oscar’s 
place. This capacity of Oscar’s gave 
him an important position in the 
tests of musical reproduction con- 
ducted by the Laboratories in co- 
operation with Dr. Leopold Stokowski 
and the Philadelphia Symphony Or- 
chestra. 

When one hears a sound, one can 
usually locate approximately its point 
of origin—its distance and direction. 
The mechanism by which this location 
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is accomplished is not altogether 
understood, but the interaction of the 
two ears seems to have much to do 
with it, for stopping up one ear 
destroys the ability almost com- 
pletely. In listening to an orchestra 
under the two conditions, the differ- 
ence in effect is quite similar to that 
between a view seen in full per- 
spective with both eyes and in flat 
panorama with only one. 

It is to be expected that any two 
sound-apprehending devices could 
double for the ears. Two microphones, 
placed the same distance apart as 
human ears, could be independently 
connected to two receivers. A person 
putting the receivers to his two ears 
would be acoustically transported to 
the location of the microphones, no 
matter at what distance from them 
he might actually be, hearing all 
sounds as he would if his ears were 
in the positions of the microphones. 
Oscar duplicates the conditions of 
normal hearing as nearly as possible, 
not only by supporting the micro- 
phones the proper distance apart but 
by modifying the sound field near 
them as a human head modifies it 
near the ears. 

In the extent to which they ap- 


proach the conditions of normal hear- 
ing, systems for transmitting sound 
can be roughly divided into four 
classes, as diagrammed in Figure 2. 
In “monaural” systems, such as the 
commercial telephone, a single trans- 
mitter is connected to a single receiver. 
“Diotic” systems, in which the trans- 


Y 

Fig. 2—Systems of transmission can be 

roughly divided into four classes: monaural 

(4), diotic (B), mixed (C), and bi- 
naural (D) 


c 


mitter is connected to two receivers, 
one for each ear, are familiar to those 
who have used double head-receivers 
on telephone lines and the like. 
“Mixed” reception is found in the 
similar use of double receivers to 
monitor a loud-speaking public ad- 
dress system, in which two micro- 
phones are used to pick up the pro- 


Fig. 1— Arrangement by which several pairs of receivers were multiply connected to 
Oscar, for binaural observation by several persons at once 
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gram and their outputs are mixed. Of 
“binaural” systems, in which the out- 
puts of two microphones are sepa- 
rately conducted to the two receivers, 
only a few experimental examples such 
as that used in Philadelphia have 
been built. 

From the familiar monaural con- 
dition, the change to the diotic pro- 
duces mainly the effect of an increase 
in the loudness and fullness of the 
sound, and of a shift of its apparent 
source to the center of head. Changing 
to the mixed condition adds a rough- 
ness to the sound but leaves its loud- 
ness and apparent source as they were 
when reception was diotic. With the 
final change to the binaural condition, 
the apparent sources of sound move 
to approximately their proper loca- 
tions in space, and the apparent re- 
verberation is greatly reduced. 


Fig. 3—The amplifiers and equalizers for 

the binaural system were adapted for use 

at the Century of Progress Exposition by 
L. B. Cooke 


To provide, for the experiments in 
Philadelphia, a binaural system which 
would reproduce speech and music 
faithfully in all respects, microphones, 
amplifiers and receivers of the highest 
quality were used in the two channels, 
transmitting extremely wide ranges 
of frequency and volume. Since the 
response of a receiver depends upon 
the person’s ear upon which it is 
placed, perfect reproduction requires 
a different equalization for each per- 
son. In these experiments, however, 
only a single equalizer was used, 
which was an average for a group of 
listeners. By its use the frequency 
characteristics of the system were 
corrected so that all observers agreed 
that the reproduction was excep- 
tionally faithful. 

Striking evidence of the naturalness 
which can be secured with such a 
binaural system was obtained at 
several formal demonstrations in 
Philadelphia. When the guests had 
put to their ears the receivers con- 
nected to Oscar, who was in another 
room, someone would say confi- 
dentially in Oscar’s ear, ““Please move 
over.” A surprisingly large number of 
the guests would start to obey the 
command before realizing that it came 
from the receivers. Afterwards some- 
one would whisper in first one and 
then the other of Oscar’s ears, and 
would tear paper, jingle keys or 
thump a tambourine to illustrate the 
fidelity of the system to sounds of 
high frequency. Finally Oscar would 
be brought out and set in the midst of 
the audience so that they could com- 
pare direct with transmitted sounds. 

Experiment showed that the ad- 
vantage of using Oscar, instead of 
two microphones less dramatically 
mounted, was confined to cases in 
which the sounds originated quite 
near the microphones. For tests of 
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the reproduction of music, therefore, 
two microphones were hung from a 
bar. It was found that, when the 
localization effect of the system is dis- 
regarded, the best place for the micro- 
phones is relatively near the orchestra, 
where the tones are brilliant because 
absorption has not diminished the 
high-frequency components as it has 
by the time the sounds reach remote 
parts of the hall. The localization is 
such, however, that observers sitting 
at the rear of the hall where they can 
see the orchestra prefer to have the 
microphones near them, even at the 
expense of tonal brilliance, for other- 
wise they find themselves discom- 
forted by being acoustically in one 
place and visually in another. This 
effect has even been noticed by ob- 
servers in another room where a screen 
placed the source of sound at a certain 
apparent visual distance. 

In comparisons of binaural with 
loud-speaker reproduction, even the 
inconvenience of wearing head re- 
ceivers does not prevent most ob- 
servers from preferring the binaural 
system. In an attempt to rate the 
worth of the binaural system, ob- 
servers were asked to note their 
preference between monaural repro- 
duction of the full frequency range 
and binaural reproduction of various 
limited frequency ranges. Even when 
all frequencies over about 2800 cycles 
per second were suppressed in the 
binaural system, more than a third 
of the observers preferred it. 

To give a wider public the unique 
experience of being put in the other 


Fig. 4—Into Oscar’s head two microphones 
are set, one on each side 


man’s place by a trick of the ear, a 
binaural system (Figure 3) has been 
installed at the Century of Progress 
Exposition in Chicago. Here Oscar II 
will appear in a glass booth some- 
what similar to that shown in the 
headpiece, and observers who hold to 
their ears one of the sets of receivers 
on a nearby balcony, will feel as if 
transported to his position, there to 
be addressed by Oscar’s companion. 
The system will furnish to those who 
use it dramatic proof that there is no 
longer any limitation, except expense, 
to the acoustic fidelity which electrical 
transmission systems can achieve. 
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A Compression Test for Soft Solids 


By R. L. PEEK, Jr. 
Telephone Apparatus Development 


E simplest way to judge the 
physical character of a ma- 
terial is to squeeze a sample of 

it between the fingers. In this way 
it may be classified as hard or soft, 
rigid or elastic. The test may be 
made quantitative if rigid metallic 
plates are substituted for the fingers, 
and a measured load for the pressure 
of the muscles. Such a compression 
test is in common use to determine 
the load required to fracture sam- 
ples of metal, wood, and other ma- 
terials, and has also been employed to 
measure “‘cold flow’ —slow deforma- 
tion under load—of such soft ma- 
terials as asphaltic compounds. In the 


latter case the load is usually left con- 
stant, and the amount of deformation 
measured at various times from the 
start of the test. Performed in this 
way, the test has a number of experi- 
mental advantages, because the appa- 
ratus and procedure required are 
very simple, applicable to a wide va- 
riety of materials, and adapted to 
close control of temperature. 

As commonly employed, this test is 
empirical and comparative, so that 
the results serve to predict only com- 
parative behavior under conditions 
similar to those of the test. Incidental 
to several studies of different ma- 
terials carried out in the Laboratories, 
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however, there have been developed 
methods of analyzing data by which 
the physical constants of several types 
of materials may be evaluated from 
the results of such compression tests. 

These studies have required facili- 
ties for testing materials over a wide 
range of temperature, and this has 
made it desirable to use two types of 
testing apparatus. Both employ the 
same method of applying load and 
reading deformation, but differ in 
design to accommodate the range of 
temperature over which they are to be 
employed. For materials tested at 
temperatures below the boiling point 
of water, an apparatus has been em- 
ployed similar to the Williams plas- 
tometer—used to some extent in the 
rubber industry. In this a cylindrical 
sample is compressed axially between 
parallel plates under a constant load. 
A sectional diagram of the apparatus 
is given in Figure 1. Both sample and 
plates are surrounded by a water bath 
which can be kept at a constant tem- 
perature by means of a heating ele- 
ment and a motor-driven stirrer. The 
separation of the plates, and hence 
the height of the sample, can be read 
at any time by a micrometer gauge, 
which records the position of the 
movable upper plate with respect to 
the fixed lower plate. The load, which 
is held constant during a test, con- 
sists of the upper plate and the shaft 
to which it is attached, together with 
the plate on the top of the shaft, on 
which additional load may be placed. 

For higher temperatures, the ap- 
paratus shown in the photograph at 
the head of this article has been de- 
veloped. Here the lower plate is at the 
bottom of a well drilled in a massive 
steel block, and the upper plate is a 
steel plunger which fits in the well. 
Both block and plunger are provided 
with heating elements and with ther- 


mocouples for temperature determi- 
nations. With this apparatus, used in 
studies of lead-cable sheathing alloys 
and wiping solders, accurate tem- 
perature control may be maintained 
to well above 300° C. 

With either type of apparatus, the 
load and the volume of the sample are 
fixed during any one run, and the 
readings taken are sample height and 
time—sample height being read on 
the micrometer gauge and time being 
taken by a stopwatch. From these 
there may be derived the rate of com- 
pression, or change in sample height 


d 
with time, dt’ A convenient method 


of obtaining a is to plot values of h 
against t. The slope of the resulting 
curve for any value of h, is For 


convenience the test data is usually 
studied from plots of the logarithm of 
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Fig. 1—Sectional diagram of parallel plate 
plastometer 
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the ordinate intercept. For 
coal tar pitch, the value of N 


is approximately 5. 
As already discussed in the 


\ coat-ran PITCH 


Recorp*, the relationships be- 
tween load and deformation 


for most materials may be de- 
rived from one or more of 


several fundamental types, 
which are listed at the left of 


LOG OF RATE OF COMPRESSION 


Figure 3. One of the first steps 
in analyzing the results of a 


compression test is to identify 
the particular type of defor- 


PLASTECENE 
-2.0 
-2.4 
2.2 2.1 2.0 1.9 18 1.7 1.6 15 


LOG OF SAMPLE HEIGHT 


dh 


Fig. 2—Plots of log , against log h for coal tar 


pitch and plastecene 


=) 
dt 
against the logarithm of the sample 
height (log h). 

Two such plots are shown in Figure 
2. The one shows the behavior of a 
sample of a modeling clay known as 
plastecene, the other the behavior of a 
sample of coal tar pitch. The plaste- 
cene defcrmed very rapidly to a 
definite sample height at which it 
remained thereafter. At this value of 
sample height, the rate of compression 
dropped very rapidly from a high value 
to zero. The coal tar pitch, on the 
other hand, continued to be com- 
pressed as long as the test was con- 
tinued: the rate of compression de- 
creasing in a regular manner as the 
sample height became smaller. The 
relationship between log h and log 


the rate of compression (log 


an is thus linear for coal tar pitch and 
may therefore be expressed by the 
a = Kh® (8) where K and N 


are constants: N being the slope of the 


equation 


plot of log h and log a and log k 


4 mation applying. This is quite 
simple, qualitatively, for the 
two materials shown in Fig- 
ure 2. 

Since the volume of the 
sample is constant in the compression 
test, the surface on which the load acts 
increases as the sample height de- 
creases. As the load also is constant, 
the stress—or load per unit area— 
thus decreases with the sample height. 
With plastecene, the compression 
ceased when a definite sample height 
was reached. This indicates either that 
the compression ceased after a definite 
amount of deformation had taken 
place, or after the stress had reached a 
certain value. The former condition 
would require either that the material 
be elastic (equation 1 of Figure 3) 
or that it be dependent on defor- 
mation in some manner not listed, 
while the latter condition would show 
it to be a plastic. When the load was 
removed, however, the material did 
not recover any of its compressed 
height, and therefore it is not elastic. 
That it was not dependent on strain 
in some other manner was shown by 
repeating the test under identical 
conditions save for the initial sample 
height. With the same volume but a 
greater initial sample height, a greater 
*ReEcorD, October, 1933, 190. 
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amount of deformation is required to 
reach the same final height. Since the 
same final height was reached re- 

ardless of the initial height, however, 
the material cannot be one for which 
the stress depends on the strain. 

Plastecene is thus shown to be a 
pure plastic, deforming rapidly as 
long as the stress exceeds a constant 
value and then abruptly ceasing to 
deform. If it had been a plastico- 
viscous material, it would have shown 
a more gradual approach to the final 
height. Having identified the type of 
deformation, one may compute the 
value for final sample height (h,) in 
terms of the load, the volume of sam- 
ple, and the yield value, C, from 
equation 4. This relation is given as 
equation 10 in Figure 3. Thus from 
this simple compression test not only 
may the law of deformation for this 
material be determined, but the yield 
value may be found as well, which 
makes it possible to predict the be- 
havior of the material under any con- 
ditions. 

To determine the type of deforma- 
tion holding for the coal tar pitch, a 
similar analysis may 


be undertaken. As al- as 
ready pointed out, the ¢vastic 
stress decreases with 

the sample height be- 2 viscous 
cause the area over 

which the constant 3 ineatia 
load is applied in- 

creases as the sample 4 ptastic 


height decreases. Since 
the rate of compres- 
sion, as shown by the 
curve of Figure 2, also 
decreases with the 
sample height, it is 
evident that the rate 
of compression de- 
creases with the stress. 
This type of deforma- 


ELASTICO-PLASTIC 
QUASI -VISCOUS 


7 


lationships, and 


PLASTICO-VISCOUS_F =C+n (7) 


tion is that of a viscous material, given 
as equation 2 in Figure 3. By mathe- 
matical manipulation of equation 2, 
involving an integration and an analy- 
sis of the conditions existing in the 
compression test, equation 9 of Figure 
3 1s derived. This is obviously of the 
same form as equation 8, appearing 
in the text on page 292, which was 
obtained from the plot of Figure 2. 

For equation 8 to apply to a purely 
viscous material, the constant N must 
be equal to 5, as shown by equation 9, 
and the constant K must depend upon 
the load and sample volume. That N 
for the coal tar pitch is equal to 5 has 
already been pointed out, and that K 
depended upon the load and volume 
in the required manner was proved by 
additional tests in which both of these 
parameters were changed. In this case, 
also, therefore, it is possible from the 
compression test not only to show 
that coal tar pitch is a viscous sub- 
stance, but to determine the coefh- 
cient of viscosity, ,, so that the 
behavior of the material under any 
conditions may be determined. 

The stress-strain relationships for 


BASIC EQUATION COMPRESSION TEST 


F=pS (1) 
5 

range @ ©) 

2 
(3) 
F2c = evite (10) 
F=pS(S<Sc) 
F=C(S>Sc) 

ds\} dh b wena 

s dh 2CVv y 2) 
4nve Vin wR 


Fig. 3—On the left are seven basic types of stress-strain re- 


on the right the equations derived from four 


of these relationships applying to compression between 


parallel plates 
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these two substances are of simple 
forms, but the general method of 
analysis of the results of compression 
tests is applicable to the more compli- 
cated forms as well. In Figure 4, for 
example, are given curves obtained 
from the compression test applied to 
three cable insulating compounds at 


Figure 4. 
ponent N, of equation 8, is a function 
of b of equation 6. Here also since N 
is known, being 4.72 for B and 6 30 
for C, both “a” and “b” may be 


For these curves the ex. 


havior of the material to be predicted 
for any conditions. 

By similar methods it is Pos- 


sible to show that the ma. 
terial yielding curve A of 


N 


Figure 4 is _plastico- -viscous, 
corresponding to equation 7 af 


| 


° 


\ — PE= 4.72 
SLOPE = 630, 


Figure 3. This equation, trans- 
formed to apply to the com- 


pression test, becomes equa- 


tion 12. Thus materials which 
are viscous, plastic, quasi- 


LOG OF RATE OF COMPRESSION 


\ 


viscous, or plastico-viscous— 
equations 2, 4, 6, and 7 of 


\ 


Figure 3—may be conven- 
iently studied by means of the 


2.2 2.1 2.0 1.9 1.8 1.7 1.6 1.5 
LOG OF SAMPLE HEIGHT 


Fig. 4—Curves of log h and log dh 


compression tests on three cable Sachin com- 


pounds 


extrusion temperatures, about 80° C. 
Two of these, B and C, are straight 
lines—thus indicating a relationship 
between sample height and rate of 
compression as given in equation 8. 
The constant N for these substances, 
however, is not 5. They are not pure 
viscous substances, therefore, but 
belong to one of the other types for 
which stress is dependent on strain 
velocity, such as the group of quasi- 
viscous materials whose stress-strain 
relationship is given by equation 6. 

By mathematical manipulation 
similar to that which produced equa- 
tion 9 from 2, an expression applicable 
to the results of the compression test 
may be derived from equation 6. The 
result is given in equation 11, and this 
equation fits curves B and C of 


obtained from 


'3 parallel plate plastometer. 


From tests on them with this 
apparatus, the constants in 
their basic equations may be 
determined and thus the be- 
havior of the materials under 
any conditions may be determined. 
For materials having an elastic com- 
ponent, however, such as those de- | 
scribed by equations 1 or § of Figure 
3, it is preferable to apply the more 
familiar type of compression test in 
which the load is applied gradually. 
The only basic type of deformation 
not so far discussed, equation 3 of 
Figure 3, is of only theoretical im- 
portance as applied to a test of this 
type. 

Materials are sometimes encount- 
ered whose stress-strain relationships 
are more complex than any of the 
types listed in Figure 3. Rubber com- 
pounds, for example, may have elas- 
tic, plastic, and viscous components, 
and the appearance of the three types 
and their relative magnitudes gener- 


[ 294 ] 


~2.0 N 
‘ 


ally depends on temperature. Their discussed above to permit their be- 
behavior is thus too complex to be havior to be described in terms of 
described by any equation so far avail- constants which may be evaluated. 
able. The best that can be done is to By an analysis of data obtained from 
recognize their type of deformation compression tests, the viscosity (7) 
over limited temperature or strain of viscous materials, the yield value 
ranges. Also the yield values of some (C) of plastics, and the pairs of con- 
materials which are predominantly _ stants (a, b, and c, ,) characterizing 
plastico-viscous, such as lead alloys quasi-viscous and plastico-viscous sub- 
for cable sheath, can be shown to de- stances can be determined. With 
pend on the amount of deformation these constants known, the behavior 
instead of being constant. of the materials under any specified 

Most soft solids, however, conform conditions of service may readily be 
closely enough to the simpler types _ predicted. 


India and the United States Linked 
by Telephone 


Kipling to the contrary notwithstanding, East and 
West met when one of the transatlantic radio telephone 
channels between the United States and England was 
linked with a short-wave channel connecting London with 
radio telephone stations near Bombay. Since May 9, 
regular telephone communication between the United 
States and India has been available through the co- 
operation of the American Telephone and Telegraph 
Company and the British Post Office. 

In addition to United States telephones, the service em- 
braces those in Canada, Cuba and Mexico. At the distant 
end it will for the present be limited to the telephone sys- 
tems of Bombay and Poona. A three-minute conversation 
between New York and either of these cities costs $45, with 
$15 for each additional minute. 

India, the fifty-second country to be brought within 
telephone reach of the United States, is the third country 
of Asia to be included in the network. Connections with 
Siam and Palestine have already been established. Ameri- 
can subscribers may now talk with more than 92 per cent 
of the world’s telephones, as well as twenty liners on the 
high seas. 
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Uses of Filters in Carrier Systems 


By R. H. MILLS 
Telephone Apparatus Development 


HEN you talk over a long 

distance circuit, the wires 

over which your conversa- 
tion travels between the two terminal 
cities may be carrying other conversa- 
tions in addition to yours. At the 
same time they may also be carrying 
a number of telegraph communica- 
tions as well. In spite of this fact 
you do not hear any of the other con- 
versations nor are you disturbed by 
the telegraph signals. Each conver- 
sation proceeds, as far as the listeners 
at the two ends of the line are con- 
cerned, as though the line were being 
used exclusively by themselves. This 
multiple use of a single line is made 
possible by the fact that while a 
telephone conversation requires a 
group or band of frequencies about 
2,500 cycles wide, an open-wire tele- 
phone line will transmit efficiently 
frequencies of 50,000 cycles or more. 
To take advantage of this property of 
telephone lines, means are needed at 
the sending end for distributing the 
2,500-cycle bands carrying individual 
conversations over the frequency 
range that the line can transmit, and 
then at the receiving end for identify- 
ing these bands and returning them to 
their original range of from about 250 
to 2,750 cycles. The various voice 
bands are raised to higher frequency 
positions by modulation in a vacuum 
tube circuit and the return to their 
original position is brought about by 
the inverse process of demodulation. 
The important function of discrimi- 


nating between the various bands, 
however, is accomplished by electric 
filters, one of the developments that 
have made possible the use of carrier 
telephony now widely employed for 
long distance communication. 

There are several types of filters, 
but those most commonly employed 
in carrier systems are of the low-pass, 
high-pass, and band-pass types. Typi- 
cal frequency-loss characteristics of 
these three types are shown in Figure 
1. The abscissa scale for these graphs 
is frequency and the ordinate scale 
transmission loss, usually measured in 
db. The curve at the top of Figure 1, 
for example, shows that a low-pass 
filter will transmit with very little loss 
all frequencies below /, known as the 
cut-off frequency, but that it greatly 
attenuates all frequencies above this 
value. The high-pass filter has inverse 
characteristics—passing the higher 
frequencies and attenuating the lower, 
while the band-pass filter combines 
the properties of both—thus readily 
passing the band of frequencies be- 
tween /, and /2 and greatly attenuat- 
ing all frequencies below and above 
these values. 

In addition to these transmission 
characteristics, carrier system filters 
that are to be connected in parallel 
and employed to separate channels or 
groups of channels are usually de- 
signed to present a high impedance 
over their suppression range to cur- 
rents entering from the line. A low- 
pass filter of this type, in addition to 
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attenuating any high frequencies that 
enter it, presents a high impedance 
to such frequencies so that only a 
negligible amount of high frequency 
current ever enters it from the line. 
Comparable characteristics are given 
to the two other types. It is this com- 
bination of characteristics that makes 
filters so uniquely applicable to carrier 
communication. 

Because of the losses incurred by 
currents in passing over long lines, 
amplification must be resorted to at 
intervals along the circuit to restore 
the currents to approximately their 
original amplitudes. This requires that 
repeater stations be provided every 
few hundred miles along a line, where 
vacuum tube amplifiers inject new 
energy into the weakened signals. Since 
vacuum tubes are essentially one- 
way devices, allowing energy to flow 
through them in one direction only, it 
has been customary at such repeater 
stations to employ two amplifiers: 
one serving for amplification in each 
direction. To direct each telephone 
channel into the appropriate amplifier, 
all channels in one direction, for 
example from east to west, are trans- 
mitted at frequencies below a certain 
value, and all those going in the other 
direction, at frequencies above this 
value. Thus the eastbound and west- 
bound, or outgoing and incoming 
components of a long-distance con- 
versation are carried by different 
bands of frequencies. 

The arrangement of filters at a re- 
peater station which permits this two- 
directional amplification is shown in 
Figure 2. The line coming from each 
direction is divided at the repeater 
through which the low and high fre- 
quencies, carrying telephone channels 
in the two directions, pass along sepa- 
rate circuits and through separate 
amplifiers. This separation into two 


groups of frequencies is accomplished 
by high-pass and low-pass filters, 
which because they separate channels 
proceeding in different directions are 
called directional filters. 
Low-frequency currents, for ex- 
ample, arriving at point E from the 
east cannot enter the upper branch 
at the repeater station because the 
high-pass filter H blocks them, but 
they readily pass through the low- 
pass filter L into the lower branch. 
Here they are amplified, and then pass 
through another low-pass filter to the 
point W where they continue out on 
the west-bound line. They cannot go 
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fig. 1—Transmission characteristics of the 
three types of filters commonly employed in 
carrier systems 
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Fig. 2—Arrangement of filters at a repeater station which permit east-bound and west- 
bound conversation to be separated and amplified independently 


from W up into the upper branch of 
the repeater station because they are 
blocked in this direction by the high- 
pass filter H. In a similar manner east- 
bound currents entering the repeater 
station at W pass along the upper 
branch and out on the line at E. On 
the section of the line to the west of W 
or to the east of E, however, currents 
of both groups of frequencies are 
found, although their flow of energy is 
in opposite directions. 

In the high frequency, east-bound 
branch there appears a third filter, /, 
which has no equivalent in the west- 
bound branch. This is a low-pass filter 
but its cut-off frequency is above the 
highest frequency normally trans- 
mitted. Sometimes the circuit layout 
in a central office is such that, in the 
east-bound branch, an undesirable 
high- frequency feed-back and ‘ ‘sing- 
ing” around a repeater, or between 
two repeaters, would occur were it not 
for the high-frequency loss interposed 
by this low-pass filter. In the west- 
bound branch, such frequencies are 
naturally eliminated by the low-pass 
directional filters. 


Directional filters are employed at 
the terminals of the line, to separate 
the east- and west-bound group of 
frequency bands, but in addition band 
pass filters are required to separate 
the individual channels in each group. 
A diagram showing the arrangement 
of a west terminal for a carrier system 
having three communication channels 
in each direction is shown in Figure 3. 
A single two-wire circuit connects the 
subscriber’s station to the outgoing 
toll office, but here each line is divided 
into an outgoing and incoming circuit 
as at the repeater stations. Since the 
frequencies at this point are all in the 
voice range, however, the separation 
of incoming and outgoing conversa- 
tion is secured by hybrid coils.* From 
the hybrid coil each outgoing circuit 
passes to a modulator where as a 
result of modulation with a carrier 
frequency two major side bands ap- 
pear, one just above, and the other 
just below the carrier frequency as 
well as a number of other minor 


*A balanced, three-winding transformer. This 
method of directional separation is described in the 
ReEcorp for September, 1931, p. 6. 


[ 298 ] 


' 


roducts. From the modulator the 
circuit goes to a band pass filter which 
selects one of the major side bands for 
transmission and rejects the other 
side band, the carrier, and the minor 
products. A similar process is under- 
gone by the other two channels. These 
three bands selected for transmission, 
which come from the three trans- 
mitting band pass filters designated 
as a, b, and c, are then united in a 
single circuit and amplified. From the 
amplifier they go through a high-pass 
directional filter out onto the trans- 
mission line. 

In the case 0 f transmission from the 
east terminal of the line a similar 
modulation and selection of frequen- 
cies takes place, but here the outgoing 
conversations are transmitted by the 
lower frequency channels and enter 


the line through a low-pass directional 
filter. These conversations, arriving at 
the west terminal, cannot pass along 
the upper branch because they are 
blocked by the high-pass filter. They 
therefore pass through the low-pass 
directional filter in the lower branch 
and then through the receiving ampli- 
fier. Leaving the amplifier the three 
bands are separated by a group of 
receiving band pass filters, a’, b’, and 
c’, and then each is passed to a de- 


-modulator. These, by demodulation 


with the same carrier frequency that 
was used to produce them at the other 
end of the line, reconvert them to the 
voice frequency range. In the de- 
modulation process, however, unde- 
sired high frequency products also are 
produced but these as well as the 
carrier are eliminated by the de- 
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Fig. 3— Arrangements of filters at the west terminal which not only separate the west- 
bound and east-bound conversations but also combine or separate the individual out- 
going or incoming conversations respectively 
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modulator low-pass filters which have 
cut-offs such that only the desired 
voice currents are passed. These re- 
produced voice-frequency currents 
then pass to their respective telephone 
stations through hybrid coils and 
subscribers’ lines. 

An ordinary telephone line may 
carry simultaneously d. c. telegraph 
and an ordinary telephone channel as 
well as the carrier channels. Associated 
with them are other selective ap- 
paratus such as composite sets, line 
filters, and equalizers. These in no 
way affect the basic function of the 
filters of the carrier telephone system, 
however, and are omitted in the dia- 
gram for the sake of simplicity. 

The primary function of filters in a 
carrier system is thus to separate the 
various frequency bands at repeater 
stations and at terminals. In a three- 
channel system each of the three con- 
versations is carried by two frequency 


bands: one carrying the conversation 
from west to east and the other, that 
from east to west. The threeeast-bound 
conversations are carried at higher 
frequencies than the three west-bound 
but all are carried concurrently by the 
same pair of wires. At repeater sta- 
tions the east-bound and west-bound 
groups are guided by filters into sepa- 
rate amplifiers, and pass through the 
repeater in opposite directions, but at 
each end of the repeater the two 
groups of channels are combined. At 
terminals filters are similarly em- 
ployed to guide the incoming chan- 
nels to their common amplifier and 
to guide the outgoing channels from 
their common amplifier to the line. 
In addition filters are employed to 
separate the three conversations after 
they have been amplified at the 
incoming end and to remove all un- 
wanted frequencies which may have 
arisen at the outgoing end. 
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News of the Month 


STARRED LISTINGS IN 
“AMERICAN MEN OF SCIENCE” 


For THE fifth edition of the Bio- 
graphical Directory of American Men of 
Science there have been selected 250 of 
those not included in the earlier selections 
who are regarded by their colleagues as 
among the leading scientific workers of 
the United States. Included in this list 
are J. A. Becker and L. H. Germer, 
Physicists, and T. C. Fry, Mathema- 
tician. This brings the Laboratories’ 
honor roll in this Directory up to nine 
names; F. B. Jewett, H. D. Arnold, 
H. Fletcher, K. K. Darrow, H. E. Ives 
and C. J. Davisson were listed in the 
previous edition. L. W. McKeehan, now 
of the Sloane Physical Laboratory at 
Yale, was also listed in the previous 
edition, for his work in magnetics carried 
out while still a member of these Labora- 
tories. 


GALACTIC RADIO WAVES 


Mysterious radio waves which appear 
to come from the direction of the center 
of the milky way have been discovered 
by Karl G. Jansky and were described by 
him in a paper delivered on April 27 


The directional antenna, used by K.G. Fansky in detecting galactic radio waves at 
Holmdel, is mounted on wheels and is driven by a synchronous motor so that it makes 


before the International Scientific Radio 
Union in Washington. They are short 
waves (14.6 meters) at a frequency of 
about twenty million cycles per second, 
and were discovered in the course of radio 
studies carried on as a regular part of 
telephone research. The intensity of these 
waves is very low, so that delicate appa- 
ratus is required for their detection. 

An investigation of their nature and 
source has been carried on for some 
time, and a preliminary report was pub- 
lished in the Proceedings of the Institute 
of Radio Engineers in December of last 
year. Unlike most forms of radio dis- 
turbances, these newly found waves do 
not appear to be due to any terrestrial 
phenomena, but rather to come from 
some point far off in space—probably far 
beyond our solar system. By a series of 
investigations carried on over a con- 
siderable period, the direction from which 
these waves arrive has been determined. 
Measurements of the horizontal compo- 
nent of the waves were taken on several 
days of each month for an entire year, and 
by an analysis of these readings at the 
end of the year, their direction of arrival 
was disclosed. 


one complete rotation every twenty minutes 
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Directions such as north-east or south- 
west have no application, of course, ex- 
cept to things on the earth. Objects in 
space surrounding us are located by their 
right ascension, measured in hours to the 
east of the vernal equinox—the position 
in the sky in which the sun appears at the 
beginning of spring—and by their decli- 
nation in degrees above or below the 
equator. The coordinates determined for 
the newly discovered radio waves are a 
right ascension of 18 hours and a decli- 
nation of about —20°. The right ascen- 
sion has been determined quite accurately 
but there is still some uncertainty about 
the declination. 

The position indicated by these co- 
ordinates is very near to the point where 
the plane in which the earth revolves 
around the sun, crosses the center of the 
milky way, and also to that point toward 
which the solar system is moving with 
respect to the other stars. Further veri- 
fication of this direction is required, but 
the discovery, like that of cosmic rays, 
raises many cosmological questions of 
extreme interest. 

The announcement of the discovery 
aroused considerable interest in the na- 
tion’s press, and accounts of it were 
widely published. Newspapers were care- 
ful to explain that there was no evidence 
that the waves are the results achieved 
by some remote intelligence striving for 
intergalactic communication. The press 
has reported many speculations regarding 
the cause of the radiation, such as atomic 
formation and decomposition, and strong 
magnetic whirls. 

On the evening of May 15, an interview 
between Mr. Jansky and O. H. Caldwell, 
Editor of Electronics, was broadcast over 
a nation-wide network. 


AIRCRAFT RADIO 
INSTALLATIONS 


Tue First Condor and Lockheed trans- 
port planes designed to include radio- 
telephone apparatus as standard equip- 
ment are nearing completion. The radio- 
phone systems for three ships destined 
for Transcontinental & Western Air are 


being installed at the Lockheed plant in 
Los Angeles. The same procedure is being 
followed with the four Condors which the 
Curtiss-Wright plant at St. Louis js 
turning out for American Airways. The 
standard radiophone equipment for these 
seven ships includes apparatus for two. 
way communication and for radio beacon 
reception, all of the new Western Electric 
type described in the Recorp last month, 

The Western Electric Company has 
also received, from Northwest Airways 
orders for radiophone apparatus 0% 
equip a 400-watt ground station. The 
apparatus is destined for Billings, Mon- 
tana, to which city Northwest Airways 
recently extended its route. 


COLLOQUIUM 


On aprit 17 the Colloquium held a 
symposium on The Production and Proper- 
ties of Thin Metallic Films. The program 
included films produced both by cathode 
sputtering in gas at low pressure and by 
evaporation in vacuum. J. B. Johnson 
discussed the physics of sputtering in the 
light of our most recent knowledge. He 
described the theories of the sputtering 
process and the effects of various factors 
on the rates of sputtering. C. J. Christen- 
sen discussed the structure of the films 
and the molecular rearrangements in- 
volved in their aging. G. L. Pearson con- 
sidered the electrical properties of the 
films as affected by thickness, tempera- 
ture and time. H. W. Weinhart exhibited 
a number of samples of sputtered and 
evaporated films on various materials. 

Two weeks later Professor H. P. 
Robertson, of Princeton University, spoke 
on The Expanding Universe. Dr. Robert- 
son presented a synthesis of current 
theories concerning the structure of the 
universe as a whole, which have been de- 
rived as a consequence of the general 
theory of relativity and which account 
for the observed relationship between the 
velocity and distance of extra-galactic 
nebulae. He showed that these theories, 
including E. A. Milne’s recent model, can 
be derived by means of the extrapolation 
of the observational fact that, in the 
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High-speed motion picture of a bursting balloon 


large, the density of matter in the portion 
of the universe accessible to our obser- 
vations is constant. He also discussed the 
theories of Einstein, de Sitter and 
Lemaitre. 

At its final meeting of the season, on 
May 15, Professor Selig Hecht, of the 
Bio-physics department of Columbia 
University, addressed the Colloquium on 
A Quantitative Theory of Color Vision. In 
order to form a comprehensive and con- 
nected theory of vision, Dr. Hecht has 
found it necessary not only to repeat and 
extend previous experimental work on 
the human eye, but to invent means of 
quantitative measurement of acuity and 
color vision of the simpler “eyes” of 
clams, insects, and other lower animals. 
He has been able to deduce the order of 
the principal chemical reaction involved 
and to find an explanation of the Weber- 
Fechner law in a random distribution of 
thresholds of the component sensory ele- 
ments. Professor Hecht described his 
latest contribution, consisting of a formu- 
lation of a theory of color vision based on 
a searching analysis of previous data and 
theories, supplemented by his own re- 
searches. At the conclusion of the ad- 
dress, Dr. H. E. Ives opened the dis- 
cussion of the paper. 

At the election of officers for next 
season, R. L. Wegel was chosen Presi- 
dent; L. A. MacColl, Vice President; and 
C. H. Prescott, Secretary. 


HIGH SPEED CAMERA 
AND TIMER 
A portable high speed camera and 
electric timer capable of photographing 


and timing objects moving with the 
speed of cannon projectiles was demon- 
strated recently by Electrical Research 
Products in New York City. The camera 
operates at speeds ranging from eight to 
2,000 frames per second, or 125 times 
normal motion picture speed. It photo- 
graphs the object in motion and the time, 
as recorded by the timer in minutes, 
seconds and hundredths of a second, on 
the same strip of motion picture film. 

Motion pictures taken with the timing 
system prove conclusively that the eye is 
faster than the hand. They showed that 
the hand is not removed from a burning 
cigarette until 26/100 seconds after the 
cigarette begins to burn, while the eye is 
closed 13/100 seconds after a brilliant 
light is flashed in front of it. Pictures 
of a balloon being exploded by a lighted 
cigarette showed that the balloon does not 
explode until 26/100 seconds after it is 
touched by the cigarette. In other words, 
26/100 seconds are required to burn a 
hole in the rubber of the balloon. It takes 
11/100 seconds for the eye to complete a 
wink, the timing system showed. 

Motion pictures of an electric light 
filament burning out when the bulb is 
smashed required almost a second to 
project. Every stage in the action of the 
burning filament was clearly shown, and 
the glass fragments from the bursting 
bulb seemed to float like feathers in the 
air. 

The timing system is a further im- 
provement of the Kirby Race Timer, now 
approved by all sports-governing bodies 
and used at the Olympic Meets last 
summer, which was described on page 
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Dr. Ives with the projector and screen he has developed for showing motion 
pictures in relief | 


27 of the Recorp for September, 1932. 
It is a joint development of these Lab- 
oratories, Electrical Research Products 
and the Eastman Kodak Company. 

The time is recorded by a precision 
electric clock driven by a current gener- 
ator which consists of an electrically 
actuated tuning fork. The vibrations of the 
fork are thermostatically controlled with a 
current cycle accuracy of one part in 25,000 
under any operating conditions ranging 
in outside temperature from minus 20 
degrees to 120 degrees Fahrenheit. In 
temperatures from about 40 degrees to 
go degrees, the current has a cycle pre- 
cision of better than one part in 100,000. 

The clock, driven by the current, 
records time on three concentric revolving 
discs giving the time in minutes, seconds 
and hundredths of a second and permits 
readings to be taken in thousandths of a 
second. The image of these discs as well 
as the object is photographed by the 
camera so that a permanent record of 
both time and action is simultaneously 
recorded on the same film. 

The camera is of the continuous type, 


uses standard 16 mm. film and is elec- 
trically driven, affording continuous ope- 
ration up to 200 feet of film. It may be 
used on any tripod and can be moved and 
tilted in any position while in operation. 
No difficulty is experienced in providing 
enough light for good film exposure, even 
when the camera is operated at top speed. 
Successful pictures have been taken in- 
doors with a single 500-watt lamp. 

The timing system is said to provide an 
entirely new opportunity for the study of 
high speed motions, and is the only sys- 
tem which combines both high speed 
photography and precision timing. It can 
be carried by one man and may be suc- 
cessfully operated anywhere. 

The device provides a thoroughly satis- 
factory means of analyzing the complete 
operation of fast moving machinery suchas 
the valve spring and tappet mechanisms in 
gasoline engines. The flexure of an air- 
plane propeller at full speed may be 
shown and studied. The system of pho- 
tography and timing has advantages over 
the customary stroboscopic methods in 
that a permanent record is available and a 
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record of non-recurrent or transient phe- 
nomena is made possible. Pictures of 
luminous objects and objects out of doors 
may also be made. 


MOTION PICTURES IN RELIEF 


Motion pictures in which the effect of 
relief is achieved without the necessity of 
the observer’s using special optical appa- 
ratus, announced by Dr. H. E. Ives a 
year ago*, were given their first public 
showing on April 27th before the Society 
of Motion Picture Engineers, meeting in 
our Auditorium. The equipment used in 
the demonstration was closely similar to 
that described in the original announce- 
ment. Glass has been substituted for 
celluloid in the rods which compose the 
special screen on which the pictures are 
projected; and a flashing mercury lamp 
has replaced the continuously glowing 
lamp and rotating light-gate previously 
used. The requirements of mechanical 
accuracy are still so rigorous that com- 
mercial application of the equipment is 
probably remote. 

AT THE SAME meeting of the S.M.P.E., 
H. A. Frederick spoke on Hill and Dale 
Recording and demonstrated the system, 
and W. Herriott read a paper on 4 Method 
of Measuring Axial Chromatic Aberration 
in an Objective Lens. At the session at the 
Hotel Pennsylvania the day before, J. 
Crabtree presented two papers on film 
processing of which he was joint author 
with engineers of the Eastman Kodak 
Company. 


ADMINISTRATION 


Dr. Jewett attended the annual meet- 
ing of the National Academy of Sciences 
held in Washington from April 24 to 27, 
and on the morning of April 25 he de- 
livered a paper on Perfect Quality and 
Auditory Perspective in the Transmission 
and Reproduction of Music, describing the 
technical developments making possible 
the system which was demonstrated two 
days later, and described in the REcorp 
last month. 

On THE EVENING of April 25, at the 


*Recorb, June, 1932, p. 367. 


annual dinner of the Academy, the John 
J. Carty Medal and Award were pre- 
sented posthumously to General Carty 
by Dr. W. W. Campbell, President of the 
Academy. Both were received by General 
Carty’s son, Dr. John R. Carty, on behalf 
of his mother, whose health did not permit 
her to be present. Dr. Jewett stated the 
case for the Award. 


RESEARCH 


AFTER DEMONSTRATING to the Society 
of Motion Picture Engineers his experi- 
mental apparatus for the projection of 
motion pictures in relief, H. E. Ives went 
to Washington to attend meetings of the 
American Physical Society, and later 
a meeting of the Division of Physical 
Sciences of the National Research Coun- 
cil. On his return trip to New York he 
visited the Bartol Research Laboratories 
at Swarthmore, Pa. 

AMONG OTHERS who attended meetings 
of the Physical Society were K. K. Darrow, 
O. E. Buckley, R. M. Bozorth, A. L. 
Johnsrud, and C. A. Kotterman, who was 
in Washington to inspect the exhibit 
maintained by the Laboratories at the 
National Academy of Sciences. Among 
the papers read at these meetings were 4 
Sensitive Ballistic Galvuanometer Operating 
in High Vacuum by W. B. Elwood, Ther- 
mionic and Adsorption Characteristics of 
Platinum on Tungsten by R. W. Sears 
and J. A. Becker, The Effect of Tem- 
perature on the Emission of Electron Field 
Currents from Molybdenum and Tungsten, 
by A. J. Ahearn, and two papers by Mr. 
Becker and W. H. Brattain, The Tem- 
perature Dependence of the Work Function 
for Composite Surfaces, and The Dependa- 
ence of Adsorbed Ions on Temperature. 

AT VARIOUS TIMES during the month of 
April, H. Fletcher, J. C. Steinberg, J. B. 
Kelly, E. C. Wente, E. H. Bedell, A. R. 
Soffel, R. W. Buntenbach, K. E. Ham- 
mer, A. L. Thuras, and K. D. Swartzel 
were in Philadelphia and Washington in 
connection with work on the system for 
the reproduction of music in auditory per- 
spective, described in the Recorp last 
month. 
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APPARATUS DEVELOPMENT 

E. L. Netson addressed the Buffalo 
Section of the Institute of Radio Engi- 
neers on April 20 and the Toronto, 
Canada, Section the following day on 
Radio Broadcasting from Microphone to 
Antenna. 

F. H. McInrosu supervised the instal- 
lation of a new antenna for Station 
WNAX at Yankton, South Dakota. 

B. R. Cote installed the latest type of 
crystal equipment for frequency control 
in the 6B Radio Transmitter at Station 
WSPD in Toledo, Ohio. 

A. W. KisHpaucn, F. M. Ryan and 
H. T. BupEnsoo recently visited Wash- 
ington in connection with Government 
radio activities. 

Memeers of the Aviation Radio De- 
partment witnessed a demonstration of 
the new Department of Commerce run- 
way beacon and landing beam at the 
Newark Airport. 

C. A. Wesser and H. H. Sraesner, 
with J. H. Ingmanson of the Chemical 
Laboratories, visited Kearny in connec- 
tion with rubber-insulated tinsel. 

H. C. Curt is on the West Coast con- 
ducting tests in conjunction with the 
Navy Department. 

L. B. Cooke went to Chicago to super- 
vise the installation and testing of dem- 
onstration equipment for the Century of 
Progress Exposition. 

AMONG THOSE who visited Philadelphia 
to witness the demonstration of the re- 
production of music in auditory per- 
spective were T. E. Shea, E. O. Scriven, 
R. A. Miller, A. F. Price, W. L. Casper, 
H. Whittle, C. E. Lane, R. H. Mills, 
F. B. Monell, E. B. Payne, F. J. Hallen- 
beck, W. E. Kahl, H. G. Och, J. J. Kuhn 
and J. F. D. Hoge. 

On THE First of this month H. F. 
Dobbin retired from active service, after 
an association of more than a quarter 
century with the Western Electric Com- 
pany and the Laboratories. An account 
of Mr. Dobbin’s telephone career ap- 
peared in the Recorp for June, 1932, on 
the occasion of his twenty-fifth service 
anniversary. 


Joun F. Hearn, who completed a 
quarter century of ‘service with the 
Western Electric Company and the 
Laboratories on May 15, studied me. 
chanical and electrical engineering for 
four years at the College of the City of New 
York and spent a year designing and test- 
ing apparatus for the Mechanical and 
Electrical Testing Laboratories before 
joining the Western Electric Company in 
1906. With the removal of the Switch- 
board Drafting Division to Chicago in 
1908, he left the company and spent two 
years in design work on adding machines 
of an automatic electric type. On the 
completion of this work he returned to 
the Western Electric Company, engaging 
in the development of apparatus for 
rotary, semi-mechanical, and _full-auto- 
matic dial systems. He is now associated 
with the Electromagnetic Apparatus 
group, designing relays and short circuit- 
ing relay protectors. Resulting from his 
activities in these fields are many patents 
covering special types of switches and 
selectors, and relays of multi-contact, 
stepping and polarized types. 

ON THE TWENTY-SECOND of last month 
Arthur C. Magrath completed twenty- 
five years of service in the Western 
Electric Company and the Laboratories. 
After an early two-year connection with 
the Drafting Department at West Street, 
Mr. Magrath left to complete studies at 


A. C. Magrath 
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An incident in the auditory perspective demonstration in Washington. As the staff 

took advantage of an intermission in the dress rehearsal to measure up the circuits, 

K. E. Hammer, B. T. L. (standing), disconnected a group of loud speakers; D. T. Bell, 

B. T. L. (extreme right) and I. Kearney, D. & R. (leaning forward), switched the 

circuit to the measuring set. The three engineers in the foreground maintained a con- 
tinuous watch on the three channels through their head sets 


Pratt Institute, and later engaged in the 
design of tools and automatic machinery 
for other firms. In 1910 he rejoined the 
Western Electric Company, entering the 
Engineering Department. After two years 
of drafting work, mostly on coin collectors, 
he became a member of the newly formed 
Dial Apparatus Group. During the war 
period he engaged in the design of radio 
equipment. After the war he undertook 
special studies in the design of apparatus 
for dial switching systems including dials, 
dial testers and step-by-step switching 
apparatus. 


SYSTEMS DEVELOPMENT 

L. P. BARTHELD made a trip to Chicago 
to assist in making tests on the demon- 
stration equipment at the Century of 
Progress Exposition. 

A. J. Weir and A. J. PascareLia 
visited Pleasant Grove, N. J., and nearby 
points in connection with studies of im- 
proved repeater stations. 

A NuMBER of members of the Toll 


Systems Development Department were 
stationed at various points between 
Philadelphia and Washington for the 
trials and demonstration of the repro- 
duction of music in auditory perspective 
described in last month’s issue of the 
Recorp. C. W. Schramm and G. H. 
Huber were located at the terminals in 
the Philadelphia and Washington toll 
offices while T. F. Gleichmann was at the 
Baltimore repeater point. H. T. King, 
B. A. Fairweather and A. V. Wurmser 
attended the intermediate repeater points 
at which experimental apparatus was 
specially installed for this system be- 
tween the regular repeater offices. E. C. 
Blessing, F. A. Brooks, and I. G. Wilson 
were also stationed at the same points 
during the actual demonstration. C. W. 
Green, R. W. Chesnut, R. E. Crane and 
R. A. LeConte, and E. J. Johnson, W. H. 
Bendernagel, C. D. Lindridge and C. A. 
Smith of the Equipment Development 
Department, were present at preliminary 
reproduction tests which took place in 
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Philadelphia, using a looped circuit. A. F. 
Dixon, B. W. Kendall and H. S. Black 
witnessed the final demonstration in 
Washington. 


PERSONNEL 
R. J. Herrner talked on electrical engi- 
neering before the Society of the Trun- 
nion, of Newark College of Engineering. 


PUBLICATION 


A sMALL group of students and faculty 
members from the Electrical Engineering 
Department of the University of Penn- 
sylvania visited the Laboratories for an 
inspection trip under the guidance of 
C. D. Hanscom. 

On May 4 Dr. and Mrs. Thomas A. 
Watson visited the Laboratories, in the 
company of W. C. Langdon, Historian of 
the A. T. and T. Company. Under the 
guidance of G. F. Fowler they witnessed 
demonstrations of vertical recording by 
H. C. Harrison and of audiphones by 
J. B. Kelly. 


PATENT 
J. G. Roperts and E. W. Apams wit- 
nessed the demonstration of the repro- 
duction of music in auditory perspective 
at the Academy of Music, Philadelphia, 
on April 12. 


G. M. CampseELt was in Washington in 
connection with patent matters. 

Tue LaBoraToriEs was represented by 
W. C. Kiesel in an appeal before the 
Board of Appeals in Washington. 

F. M. No.an was admitted to the New 
York State Bar on April 5. 

A. G. Kincan spoke on the subject of 
patents before the New Jersey Chapter 
of the Sons of the American Revolution 
at Maplewood, New Jersey, on April 26, 

Durinc FesRuARY and Marcu pat- 
ents were issued to the following members 
of the Laboratories: 


L. H. Allen R. A. Heising 

H. B. Arnold J. F. D. Hoge 

E. A. Bescherer O. M. Hovgaard 
H. Boving J. G. Kreer, Jr. 

E. Bruce F. B. Llewellyn (2) 
O. E. Buckley W. A. Marrison (2) 
H. T. Budenbom D. T. May 

G. W. Burchett W. J. Means 

R. M. Burns C. R. Moore 

A. J. Christopher (2) E. R. Morton 

H. R. Clarke J. B. Newsom 

I. E. Cole R. S. Ohl 

L. B. Cooke E. Peterson (2) 

J. B. Dixon H. T. Reeve 

J. R. Fry V. L. Ronci 

J. S. Garvin W. B. Strickler (2) 
R. D. Gibson W. C. Tinus 

F. J. Given J. R. Townsend 
J. W. Gooderham A. Weller 

W. S. Hayford H. Whittle 


Among the pictures which have been painted with the 
use of Dr. H. E. Ives’ three-color palette, described in the 
news notes last month, is a portrait of Dr. Ives himself 
by his friend Chester W. Slack, the well-known portrait 
painter. A photograph of this portrait appeared on page 
vii of last month’s issue of the Recorpn. 


Mushrooms and Maintenance 


By R. H. COLLEY 
Outside Plant Development 


CCORDING to the story, Alice 
had been running through the 
woods and had paused to rest 

near a large mushroom. Under the 
dramatic conditions of the experiment 
the mushroom was as tall as Alice 
herself. It may be assumed that she 
did not know it was a fungus. She 
probably had never heard of biology. 
But she was in a most unique position 
to get a proper perspective of that 
particular mushroom, and she pro- 
ceeded to examine it from all sides. 
The umbrella-like top of the mush- 
room possessed very special powers. 
She found that a little bit taken from 
one side of it would make her grow 
tall, and that a little bit from the other 
side would make her grow short; and 
that by properly balancing the 
amounts of each piece she could keep 
herself just about the right size. It is 


small wonder, under the circum- 
stances, that the mushroom assumed 
such a large though temporary im- 
portance in Alice’s eyes. 

Outside of the fable such oppor- 
tunities for gathering information 
about fungi are likely to be confined to 
the realms of the imagination. For- 
merly the evanescent fairy rings of 
toadstoolsin moonlit meadows were the 
arenas for the sports and games of elves 
and gnomes and dwarfs. Nowadays 
these same fairy rings form their 
strange circles in the grass to spoil 
the turf on putting greens. The fact 
that mushrooms appear for a time and 
then are gone gives them a sort of 
will-o’-the-wisp character. They are, 
however, very real. 

If for convenience all plants be 
divided into two groups, those having 
the green coloring matter called 
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chlorophyll on the one hand, and 
those that do not have it on the other, 
we may define the position of the 
fungi by saying that they belong to 
the latter group. The two groups are 
continually in opposition. With the 
aid of chlorophyll and light, and the 
substances found in air, water, and 
soil, the green plants make and store 
up a food supply. Green plants are 
builders. Fungi, generally speaking, 
are destroyers or scavengers. Lacking 
chlorophyll they are dependent for 
their food supply on the tissues and 
stored substances made by the green 
plants. They are often classed, there- 
fore, either as parasites or sapro- 
phytes, depending respectively on 
whether they attack living plants or 
simply break down the non-living 
product of the green plants. The 
forms of fungi are myriad, varying all 
the way from minute,, single-celled 
organisms, to giant shelf-like brackets. 
The latter belong in the great group 
which includes the mushrooms and 
their relatives, and it is this group 
which is of special interest to those 
concerned with Outside Plant. 
Certain mushrooms and many 


forms of bracket fungi are the most 
important wood destroyers in the 
world, probably not excepting fire and 
man. After a tree reaches a certain 
age it becomes more and more suscep- 
tible to infection by such fungi. They 
attack any exposed sapwood, and 
they gain entrance to the heartwood 
through wounds or along old branch 
stubs. Once established they proceed 
slowly but surely to turn the wood 
back into the elements from which it 
was created. Other fungi, usually dis- 
tinct as far as species is concerned 
from those that attack the wood of 
the living tree, are lying in wait to 
attack the wood of the tree as soon as 
it is sawed into lumber or cut and 
peeled for use as a pole. 

Given a potential food supply, such 
as the sapwood of southern pine, 
there must be a sufficient amount of 
moisture present, and a sufficient 
amount of warmth, before the fungus 
can attack the wood at all; and the 
warmth and moisture conditions there- 
after determine largely the rate of 
growth and the degree of destruction. 
Of the two factors, moisture and 
warmth, moisture is the more im- 


Fig. 1.—Mushrooms and maintenance—a mural in mintature 


A. The life cycle of the mushroom is made 
up of two alternating stages, an indefinite 
vegetative stage, and a relatively short-lived 
fruiting stage. In the course of the cycle the 
fungus filaments (mycelium) mass to- 
gether and from the tangle the full-sized 
mushroom develops. 


B. A longitudinal vertical section of the 
mushroom. Thin plates called gills hang 
from the under surface of the cap. 


C. The surfaces of the gills are covered with 
stubby cells that bear the spores. 


D. An enlarged view of a part of one of the 
gills showing the spore-bearing cells (a), 
and the spores (bd). 


E, F, G. The spores ripen on the gills and 
are then carried by the wind to the ground, 
or to some likely resting place such as a check 
in the pole G. The checks in the surface of 
the pole G, serve as ports of entrance to the 
inner sapwood and the heartwood of the pole. 


H. Germinating spores. The germ tubes de- 
velop into filaments that either spread 
through the soil and into the below-ground 
section of pole F, or infect the upper part of 
the pole directly through a check. 

I. A diagrammatic representation of a 
mycelium of the fungus working its way 
through the wood cells. Compare Figure 3. 


F. The tip of an advancing mycelium fan. 
Compare Figure 2. 
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portant. For instance, 
thoroughly wet or thor- 
oughly dry wood will 
not rot. There is too 
much moisture in the 
one case, and too little 
in the other. Cold 
slows down or stops 
fungus activity, but 
low temperatures rare- 
ly kill. Favorable 
growth temperatures 
range generally be- 
tween 70° and 100° 
Fahrenheit. Higher 
temperatures retard 
the growth; and more 
intense heat kills the 
organism. Moist heat 
kills more quickly than 
dry heat. 

With this back- 


a more specific descrip- wood, cut in a radtal plane, shows the tubular woo cells 


tion of the fungus life 
cycle may be intro- 


Fig. 2—In this culture, a wood-destroying 
fungus is growing on an agar jelly on top 
of which is placed a thin slab of wood. The 
mycelium of the fungus is spreading in fan- 
like wefts over the surface of the wood 


that run lengthwise in the tree (a), a patch of ray cells 
(4) that run radially from pith to bark, and the filaments 
of the attacking fungus (c). The elliptical bodies in the wood 


cells (d) are bordered pits, or openings, that 
lead from one cell to another 


duced. The simplest unit in this life 
cycle is a single cell, or spore, that cor- 
responds by analogy to the seed of 
green plants. The spore germinates, 
if the moisture conditions are favor- 
able, by sending out one or more 
delicate germ tubes. Germination may 
be said to correspond to the sprout- 
ing of the seed. If germination has 
taken place on the ground the germ 
tubes lengthen out into filaments that 
branch and rebranch among the soil 
particles. Food is probably obtained 
by absorption from the material in 
solution in the soil water or by 
direct attack on plant debris in the 
soil. If a spore happens to be blown 
into a check in the surface of a pole, 
or if it is drawn into the check by 
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capillarity, germination may take 
place under conditions that make it 
possible for the germ tube to find 
its way into the cells of the wood. If 
there is enough water in the wood, 
say 25 or more per cent, based on the 
oven dry weight of the wood, the 
germ tube develops into a branching 
system of fungus filaments (my- 
celium). At first the growth of these 
filaments depends upon the reserve 
food material in the spore. Then, as 
they become longer and _ longer, 
they bore through the wood cells and 
begin to destroy the cell walls. 

These walls are laminated struc- 
tures made up of cellulose and lignin. 
Just how the fungus breaks down these 
substances is not clearly understood. 
It seems probable that enzymes are 
produced locally at the tips of the 
filaments and that these enzymes 
soften the wall so that the filaments 
can bore through from one cell to 
another. The destruction process sug- 
gests a catalysis. In the advanced 
stages of decay the cell structure of 
the wood becomes more or less com- 
pletely disintegrated. 

The wood in that part of a pole in 
contact with the ground probably be- 
comes infected by fungus filaments 
that are present in the soil. Above 
ground the infection appears to result 
from the germination of spores carried 
by the wind, by rain water, by birds 
and animals, and by insects. 

All the time the fungus is in the 
filamentous form, and while it is 
actually breaking down or rotting the 
wood, it is said to be in the vegetative 
stage. After the rot has become well 
advanced the filaments may or may 
not mass together. If they do, and the 
moisture conditions are still favorable, 
a pronounced change in the behavior 
of the filaments takes place. They 
merge into a tangled mass; and 


instead of remaining microscopic 
threads, hidden away from the light, 
they begin to work to the outside of 
the pole. From the massed filaments a 
typical mushroom may appear over- 
night, to remain for a short time 
before it is eaten by insects, or before 
it dries and is blown away by the 
wind. Before it is destroyed, however, 
it produces millions of spores, a few 
of which may in their turn, if the con- 
ditions are right, germinate and start 
another revolution of the life cycle. 

There is a marked difference in the 
virulence of wood-destroying fungi. 
A few appear to be omnivorous. 
Others are limited to certain woods. 


Fig. 4—Localized “pipe rot” is here shown 

in the heartwood of a northern white cedar 

pole. Similar localized rots occur in cypress 

and redwood. They rarely spread after the 
tree is felled 


Generally speaking, the fungi that 
attack chestnut, or cedar, will not 
attack pine, and the common fungi 
on pine will not attack chestnut and 
cedar. There are exceptions to the 
general rule. The woods themselves 
vary in their natural resistance to at- 
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tack. The sapwood of all species is 
non-durable. The heartwood on the 
other hand is relatively durable. The 
heartwood of the cedars is among the 
most durable of woods; the heart- 
wood of chestnut ranks high for dur- 
ability among the woods of broad- 
leaf trees; and the heartwoods of 
southern pine and Douglas fir are 
fairly durable if they are kept from 
contact with infected sapwood. 

It so happens that the cedars and 
chestnut have a relatively thin sap- 
wood layer surrounding the durable 
heartwood. The depth of this layer in 
chestnut averages only about .22 inch; 
in western red cedar it averages ap- 
proximately .65, and in_ northern 
white cedar approximately .55 inch. 
In Douglas fir the sapwood on pole 
size timber is a little more than twice 
as thick as the sapwood of western 


Fig. 5—Chestnut poles occasionally rot 

across the whole diameter. Rots of this type 

cannot be controlled by treating the butts of 

the poles with creosote because the infection 
works from the inside out 


cedar. Lodgepole pine sapwood hag 
about the same thickness as Douglas 
fir. The sapwood of southern pine 
poles averages about 3.2 inches deep. 
It may be assumed that this sapwood 
is a most easily available food supply 
for fungi. This is another way of say- 
ing that the sapwood is soon attacked 
and destroyed under conditions favor- 
able to fungus growth. Infection may 
take place while the poles are lying in 
the woods or in storage piles in yards 
of the pole producers. In fact infection 


is so general that it may be regarded — 


as inevitable unless certain precau- 
tions are taken. These precautions are 
usually aimed at controlling the 
moisture conditions, and that amounts 
to getting the water out of the sap- 
wood as soon as it is practicable to 
do so. The faster the sapwood dries 


the less chance there is of infection; 


and if the wood is once dried and then 
kept dry it is not likely to rot, be- 
cause the moisture content is too low 
to promote fungus growth. 

All things considered, it would ap- 
pear to be easier to dry out the thin 
sapwood of the cedars and chestnut 
than to dry out the sapwood of 
southern pine, and generally that is 
the case. However, if a dry pole is 
placed in the ground two sets of 
moisture conditions arise. The sap- 
wood on the part of the pole above 
ground becomes alternately wet and 
dry according to the weather condi- 
tions, while the sapwood on the part 
of the pole below ground is kept moist 
by water in the soil. For a time the 
sapwood in the upper part of the pole 
may be resistant to fungus attack be- 
cause of its relative dryness, but the 
moisture and food supply require- 
ments of the fungus are met in almost 
ideal fashion in the sapwood below 
ground. Except when the ground 1s 
frozen, or in the cold weather of 


[ 306 ] 


i 


spring and fall, the temperature con- 
ditions are favorable for growth. The 
result is a fairly rapid disintegration 
of the moist sapwood. Obviously the 
pole user, in his fight against decay, 
cannot depend on controlling moisture 
content. There is only one other way 
to handle the situation and that is to 
poison the food supply. So it appears 
that as far as fungi are concerned a 
relatively simple biological fact is the 
basis of the wood-preserving indus- 
try, whose business it is to make wood 
unpalatable to fungi. 

The most commonly used wood 
preservative is coal tar creosote. 
Durable woods like cedar and chest- 
nut are butt treated by soaking the 
butt ends of the poles, up to about 
one foot above the ground line, in 
creosote. Lodgepole pine for use in the 
relatively dry mountain states is also 
butt treated because the sapwood on 
the part of the pole above ground does 
not hold enough moisture to satisfy 
the water requirements of wood-de- 
stroying fungi. Southern pine and 
Douglas fir are treated full length by 
impregnation with hot creosote under 
pressure, the purpose being to pene- 
trate as much of the sapwood as 
practicable. 

Such preservative treatments are 


absolutely necessary if the poles are 
to give long service in the lines, all be- 
cause, in nature’s scheme of things, 
certain non-green plants called fungi 
are continually tearing down the 
wooden products made by the activi- 
ties of the cells of certain green plants 


Fig. 6—This cross section of a creosoted 
southern pine pole shows decay of the un- 
treated sapwood 


called trees. Man interferes in the 
biological battle, but his best efforts 
result in merely deferring the victory 
by the persistent cobwebby filaments 
of the fungus. 

Alice’s adventure with the mush- 
room seems not so wonderful after all. 
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Delayed Speech 


By C. N. HICKMAN 


Acoustical Research 


N any form of speech transmission 

some delay is involved because a 

definite time is required for the 
transmission. This applies whether 
the speech travels directly through 
the air or, converted to electrical cur- 
rents, passes over wires. In_ air, 
sound travels at a rate of about 1,100 
feet per second, so that if you stood 
1,100 feet from a person who was 
shouting to you, it would be one 
second after a sound left his lips be- 
fore it reached your ears. The speed of 
electrical transmission is much 
greater: under some conditions ap- 
proaching that of light. Electrical cir- 
cuits may be designed, however, to 
have quite an appreciable delay and 
such circuits have been found very 
helpful at times in improving tele- 


phone communication. One use to 
which such circuits have been put has 
already been described in_ the 
Recorp.* 

Where the delay required is short, 
less than a hundredth of a second, elec- 
trical delay networks are economical 
and very satisfactory. Their cost for 
longer delays, however, becomes ex- 
cessive. When delays of the magnitude 
of one second are required, therefore, 
other means of securing them must be 
sought. 

One method takes advantage of the 
relatively low velocity of sound in air. 
The electrical speech currents are 
converted to sound by a telephone re- 
ceiver, and then the sound is allowed 
to travel in a tube long enough to 


*Recorp—November, 1927, p. 80. 
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bring about the delay desired. At 
the far end of the tube the sound is re- 
converted to electrical speech currents 
by a transmitter. Such acoustical de- 
lay circuits have been built,* and 
used to some extent, but their size 
alone is sufficient to make them un- 
desirable for many purposes. 

Another method of introducing an 
appreciable time of transmission is by 
use of mechanical delay circuits. Such 
a delay circuitt as demonstrated by 
S. P. Grace in many of his talks, con- 
sists of a long coiled spring suspended 
from its two ends. In this case the 
electrical speech currents are con- 
verted to mechanical vibrations which 
pass along the coiled spring at a rela- 
tively low speed, and are reconverted 
to electrical currents at the distant 
end. This method also has certain 
objectionable features which make it 
unsatisfactory for general application. 

Still another method of obtaining 
delay, where the actual time intro- 
duced may be of almost any long du- 
ration, with equal facility, is to record 
the sound either on a photographic 
film or on a wax disk, and to reproduce 
it from the record after the desired 
delay period. This method is ordi- 
narily looked upon as a storing rather 
than a delaying because there is no 
transmission time involved. The over- 
all effect is the same, however, and 
where very long delays are required, 
the method is very useful. 

So far, therefore, there are very 
satisfactory methods of securing de- 
lays of very short duration and of very 
long duration. Until recently, how- 
ever, there has not been any very 
satisfactory method applicable to the 
intermediate field. Although photo- 
graphic or disk recording would meet 
the electrical requirements, the amount 

*REcorp—May, 1931, p. 430. 
tRecorp—December, 1928, p. 147. 


of apparatus required is rather more 
than is desirable. A method has re- 
cently been developed by Bell Tele- 
phone Laboratories, however, by 
which delays of any value from a frac- 
tion of a second to several minutes, or 
even more, if necessary, may be ob- 
tained by the use of very simple 
equipment. 

Like the photographic and disk 
method, it is essentially a recording 
and reproduction, but requires no 
intermediate processing. It utilizes the 
principle of magnetic recording sug- 
gested by Poulsen over thirty years 
ago. Delay apparatus, built for the 
Bell System exhibit in the Chicago 
Century of Progress International Ex- 
position, is shown in the photograph 
at the head of this article. A thin steel 
tape is passed between the poles of 
a pair of small electromagnets at a 
speed of about one foot per second. 
The speech current is flowing through 
the windings of these magnets, and 
producing a varying magnetization in 
the steel tape which corresponds to 
the speech current. At a short dis- 
tance from these recording magnets, 
depending on the delay to be secured, 
is a second and exactly similar set of 
magnets. As the steel ribbon, already 
magnetized in a pattern representing 
the voice currents, passes between the 
poles of this second set of magnets, it 
induces voice currents in their wind- 
ings corresponding to the magnetic 
pattern and thus to the original voice 
currents. In the circuit of the second 
set of magnets there are thus voice 
currents practically identical with 
those in the circuit of the first set, but 
following them after a number of 
seconds equal to the distance between 
the magnets in feet. 

One of the great advantages of this 
method, in addition to the smallness 
and simplicity of the equipment, is 
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that the magnetism in the tape may be 
completely removed by passing the 
tape through a strong unvarying 
magnetic field. A set of magnets for 
eliminating the speech record from 
the tape is mounted just to the left of 
the recording magnets. This enables 
the same piece of tape to be used over 
and over again. By making the tape 
in the form of a loop, long enough to 
produce the required delay, the speech 
may be recorded on the tape, delayed 
the required interval, and then repro- 
duced. After this the record will be 
wiped out by the restoring magnets, 
and this process can be repeated in- 
definitely. Neither the photographic 
nor the disk methods lend themselves 


readily to this continual re-recording. 

At the Century of Progress Expo- 
sition, a concealed microphone, which 
is located near where visitors ma 
speak to observe the echo, will be 
connected to the circuit of the re. 
cording magnet. Hidden in the wall 
some distance away will be a loud 
speaker associated with the repro- 
ducing magnets. Two seconds after a 
visitor has spoken a few words into 
the microphone, the loud speaker will 
repeat them to him. The effect is like 
that of an echo from a cliff a thousand 
feet away except that the sound re- 
turns not only increased rather than 
diminished in strength, but also with- 
out essential distortion. 


Telephone Service Extended to Guatemala 


A third Central American country was given telephone 
connection with North America when service was ex- 
tended on April 17 to Guatemala City. Guatemala 1s 
reached by a short-wave radio telephone circuit between 
stations of the Tropical Radio Telegraph Company at 
Guatemala City and the stations of the A. T. and T. 
Company at Miami, linked with the Bell System network. 
The service embraces all Bell and Bell-connecting tele- 
phones in the United States, Canada, Cuba and Mexico. 
The cost of a three-minute conversation between New York 


and Guatemala City is $21. 


Improved Current Control for Low Range 
Meter Calibration 


By F. R. DENNIS 
Telephone Apparatus Development 


OR the development work car- 

ried on in the Laboratories large 

numbers of ammeters and volt- 
meters are in almost constant use, and 
since decisions made and conclusions 
reached depend on the readings of 
these meters, it is essential that the 
meters give correct indications to the 
required precision or that their error 
be known. To insure this, it is 
standard practice to send all meters 
periodically to a central laboratory 
for calibration. All new meters enter- 
ing the building are subjected to a 
similar calibration before acceptance. 
To minimize the effort involved, it is 
very desirable to arrange the cali- 
brating equipment so that, without 
loss of precision, a minimum of time 


is required for each calibration. With 
the object of improving the methods 
of calibrating low range direct-current 
meters—ammeters from 15 micro- 
amperes to 1.5 amperes, and volt- 
meters from 15 millivolts to 0.15 
volts—new current control equip- 
ment has recently been designed, 
which greatly simplifies and accel- 
erates the operation. 

For calibrating meters of this type, 
there must be a source of current —for 
which a six volt storage battery is em- 
ployed—a current control arrange- 
ment, a standard of resistance, and a 
voltage measuring device, for which a 
Leeds and Northrup type-K potenti- 
ometer is used. Simplified schematics 
of the calibrating circuits for am- 


[311] 


= 
\ 
a 


meters and voltmeters are 
shown in Figure 1. Except 
when a complete calibration is 
requested, it is customary to 
calibrate all meters at full and 
half scale readings, and the 
function of the current control 
is to obtain the required de- 
flections accurately and rap- 
idly. In all calibrations the 
true value of current or volt- 
age is obtained from a po- 
tentiometer reading. For am- 
meter calibrations this reading 
is taken across a standard re- 
sistance, while for voltmeter 
calibrations it is taken directly 
across the terminals of the 
voltmeter. Although the value 
of the current flowing in the 
circuit is not employed in de- 
termining the correct reading 
of the meter, it must be ad- 
justable to 0.1% to be able to 
obtain the deflection desired, 
and it must not vary more 
than 0.05% while a reading is 
being made. 

Previous practice has employed 
slide-wire rheostats for controlling the 
current, arranged in the circuit either 
as shown in Figure 1 or in a combi- 
nation of shunt and series resistances. 
To obtain 1.5 amperes in the circuit, 
the resistance must be only four ohms 
and to obtain an accuracy of 0.1% it 
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Fig. 2—As formerly set up, the circuit employed 
slide wire rheostats and the complete equipment 
covered the entire surface of a large table 


must be adjustable to 0.004 ohms. 
To obtain 15 microamperes, on the 
other hand, 400,000 ohms effective 
series resistance is required. This wide 
range in resistance has required a 
considerable amount of space, as 
shown in Figure 2, and the time re- 
quired to change from the correct 
set-up for one calibration to that for 
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Fig. 1\—Typical calibrating circuits for ammeters, left, and voltmeters, right 
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another, and the time to obtain the 
correct current for any one calibration 
have both been longer than desirable. 
To overcome these objectionable fea- 
tures, sets of constant impedance net- 

works have been provided which pro- 
duce any desired attenuation over the 
entire range by the operation of two 
rotary switches. The circuit arrange- 
ment is shown in Figure 3. 

The ratio of the smallest to the 
current—I5 microamperes to 

1. amperes—is I to 100,000, and 
since the loss in db required to reduce 
the largest current to the smallest is 
twenty times the logarithm of the 
ratio of the currents, the total loss 
required is 100 db. By employing nine 
L type networks, ranging in loss pro- 
duced from 10 to go db, and a set of 
ten L networks, producing losses of 
from 1 to 10 db, the current may be 
reduced in one-db steps over the 
entire 100 db range by merely select- 
ing the proper tens and units net- 


works. The desired loss is selected by 
operating two rotary switches, one, 
S-1, selecting the tens network and 
the other, S-2, the units network. The 
requirement of being able to set the 
current to 0.1% means an adjustment 
to a little less than .oog db, and the 
final fractional db adjustment is ob- 
tained from a slide wire resistance net- 
work, S-3, directly in series with the 
battery. All of the L type networks 
present the same impedance to the 
battery so that the action of the slide 
wire resistance is not affected by the 
total loss in the output, and is de- 
signed to be adjustable to .o5% or 
better. This additional al!swance in 
control allows the meter to be set to 
the desired reading rapidly and with 
ease. 

To cover the required range of am- 
meters, various sizes of standard re- 
sistances are required. With the 
earlier system, these were of the 
Bureau of Standards type, which are 

connected in the cir- 
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1 cuit through mercury 
contacts. These have 
been replaced in the 
new equipment by 
small wound units, ad- 
justed to and 
permanently con- 
nected in the circuit. 
The one required is 
selected by a rotary 
switch, S-4. When the 
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Fig. 3—Simplified schematic of the new calibrating circuit 
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greatest possible ac- 
curacy is required the 
Bureau of Standards 
resistances can still be 
connected into the cir- 
cuit. 

With this arrange- 
ment the full scale de- 
flection of the meter 
under test is quickly 
and accurately ob- 


70 
80 
O 
O 
d K 
AA 
é 
O 
\ 
| 
O 


tained. To avoid the necessity of re- of R—allows the calibration to be 

setting the rotary switches for the half made at half scale. 

scale deflection, a small switch— The new equipment, shown in the 

marked K on the diagram—is pro- photograph at the head of this article 

vided which throws in an additional not only occupies considerably less 

L network of 6 db loss, which cuts the space than the old but requires much > 
current to one half its previous value. less time in adjusting the current to 

After the calibration has been made secure the proper deflection of the 
at full scale, this switch is operated meter, and thus greatly expedites the 
which—after a slight readjustment calibration. | 


Music and Science 


“One element in all scientific progress is its application 
to our life. Here, in my opinion, this new method of con- 
veying sound to many other places over great distances 
without distortion or changing the character of the original 
music, without any kind of electrical disturbance or 
static—is of national importance. 

“For example there are symphony orchestras in only 
about ten or fifteen cities in the United States and there are 
thousands of other cities and towns with no orchestra. At 
the same time the cities which have the orchestras are at the 
present time finding it difficult to support them. By this 
method, cities like Cleveland, or Detroit or Chicago, for 
example, which have fine symphony orchestras, could send 
out to all the neighboring towns and cities within a generous 
radius, the symphonic music they create, so that in all these 
towns and cities music lovers can hear the music exactly as 
in the original. 

“This will enable the city having the orchestra to enlarge 
its public and improve its orchestra in quality, and will 
enable other cities which have at present no orchestras, to 
create them and send out their music to neighboring towns 
and cities without distortion or any lowering of quality. 
By this means we could zone the whole country and have a 
first-class symphonic orchestra in the most important city 
of each zone, thus giving variety to our music—more op- 
portunity to the generation of American musicians now 
growing up—more opportunity for the American com- 
poser to have his work heard—more opportunity to the new 
generation of American conductors—and more oppor- 
tunity to the music lover to hear many types of music 
variously played, and by comparison of these different 
methods, less standardization and more individuality.” 


LEOPOLD STOKOWSKI, at the Washington demonstration 
of orchestral reproduction in auditory perspective. 
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